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01/29/1993-03/31/1 993 

GPA FF KINGS 

1284000 

ILLINOIS WHLSE INC 

1824000 

GPA FULL FLAVOR MEN 

1284000 

ILLINOIS WHLSE INC 

360000 

GPA FF 100S 

1284000 

ILLINOIS WHLSE INC 

1716000 

GPA FULL FLAVOR 100 MN 

1284000 

ILLINOIS WHLSE INC 

444000 

GPA LIGHTS KINGS 

1284000 

ILLINOIS WHLSE INC 

1080000 

GPA LIGHTS KINGS MEN 

1284000 

ILLINOIS WHLSE INC 

648000 

GPA LIGHTS 100S 

1284000 

ILLINOIS WHLSE INC 

1344000 

GPA LIGHTS 100 MEN 

1284000 

ILLINOIS WHLSE INC 

1128000 

GPA ULTRA LIGHTS KINGS 

1284000 

ILLINOIS WHLSE INC 

516000 

GPA ULTRA LIGHTS 100S 

1284000 

ILLINOIS WHLSE INC 

1164000 

GPA NON-FILTER KINGS 

1284000 

ILLINOIS WHLSE INC 

432000 

TOT GPA 

1284000 

ILLINOIS WHLSE INC 

10656000 
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